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PROJECT OUTLINE 


1. Country 


2. Project Name 


3. Client 


4. Project Scope 

LOT-1 

'..EjistricL.'v 

• Kfeifpur. 



•'Nos-'of School- 

.9; schools 

' Floor "Area 

2,525,94 sqm. x 


LOT-2’ 

••Disffiot;:: 

Stikkur/ Ghbtki, Shikarpur 



'Nos l of.School- 

■ 9 schools 

• Flobr^Area" 

! 2,399,83 sqrn.;^-;i; 


LOT-5 

District 

Larkana, Dadu 





Nos. of School 

7 schools 

Floor Area 

2,034.15 sqm. 


Total Floor Area 

6,959.92 sqm. (Classroom Block: 6,644.08 sqm., Lavatory Block: 315.84 sqm.) 


Construction works 

Classroom Block : Classrooms, Multi-purpose room, Headmistress' room, Storage 
Lavatory Block : Flash toilet 


5. Structure 


6. Exterior Finish Schedule 


7. Interior Finish Schedule 


8. Electrical Installation 


9. Plumbing System 


10. External works 


11. Furniture 


12. Equipment 


The Islamic Republic of Pakistan 


The Project for Upgrading Primary Girls Schools into Elementary Schools in Northern Rural Sindh 


Education & Literacy Department of the Government of Sindh 


Base : Reinforced continuous footings, reinforced raft foundation 


Superstructure : Brick walling with reinforced concrete frames of column and beams 


Roof : Reinforced concrete roof slab 


Roof : Two coat of hot bitumen on reinforced concrete roof slab with 50mm thick protective concrete layer 


Soffit: 6.4mm thick cement sand plaster with washable emulsion paint 


Wall (above FL) : 19mm thick cement sand plaster on brick wall with washable emulsion paint 


Wall (below FL) : Two coat of hot bitumen on exposed concrete wall 


Floor: 37mm thick cement concrete on floor slab 


Window Frame and Door : Steel frames with wooden doors, Steel frames with wooden windows and security grille 


Building type 

Room 

Floor 

Skirting 

Wall 

Ceiling 

Marble tiles size 300x300x19 mm 
with cement sand bordering 

Porcelain tiles size 300x300 mm 

37mm thick cement concrete 

19mm thick cement sand plaster 

6mm thick glazed porcelain tiles 

19mm thick cement sand plaster 
with washable emulsion paint 
up to 1500mm from FL 

19mm thick cement sand plaster 
with VIP plastic emulsion paint 
over 1500mm from FL 

19mm thick cement sand plaster 
with washable emulsion paint 

6mm thick glazed porcelain tiles 

6.4mm thick cement sand plaster 

with washable emulsion paint 

6.4mm thick cement sand plaster 

with VIP plastic emulsion paint 

Classroom block 

Classroom 

• 



• 


• 

• 




• 


Multi-purpose 

• 



• 


• 

• 




• 


HM room 

• 



• 


• 

• 




• 


Storage 

• 



• 


• 

• 




• 


Staircase 



• 

• 




• 


• 


Lavatory block 

Booth 


• 



• 


• 


• 

• 



Corridor 



• 

• 




• 


• 
















Lighting fixture, ceiling fan, power outlets 


Water supply to lavatory block (excluding ShOl, water sources are depending on the site condition) 
Drainage system : infiltration on site (connecting to existing drain Kh03, Gh02, Gh03 and Da04) 


Land formation, boundary wall and gate, pavement, flag pole 


Desks and chairs for student/teacher/headmistress, guest chairs, meeting table, steel cabinets (separate contract) 


5 sets of computer equipment and 1 set of laser printer on each schools (separate contract) 


* Ck-,rl^ . 


n i kifn f kn r/' 


SITE LOCATION MAP 



Lot I (9) 

Khairpur (9|i 



1- 

Lot 2(1) 


1-1 

Lot 5 (7) 


1 

KhC'l 

GGPS Wapda Colony 

Sukkur 

Su9 2 

GGPS Miandad Khoso 

La rka na (3) 

Lafll 

GGPS Gund 

Khoa 

GGPS HldJfeux Laalrarl 


SiiCS 

GGPS Sorho 


La 02 

GGPS Nai Gudd 

Kh03 

GGPS Hiji Ali Dud Jogi 


5uQ4 

GGPS Noto Mifbahir 


La(J3 

GGPS Model Communilv 

Kh05 

GGPS Gaicod Fakir 

Ghoul (5] 

GhOI 

GGPS Officer Colony Ghoul 



Thartcha 

KhOG 

GGPS Am**n Patb-o 


Gh02 

GGPS Hu w3 h Khar Pitifi 

Dadu (4| 

□ a U1 

GGPS Kamaluddlo Village 

KhD? 

GGPS Wtzlrflbed Relper 


Gil 03 

GGPS Kamoon Shahaed 



Katthlrl 

KliC# 

GGPS GambaJShah 


QhU 

GGPS BeloKaicIi 


Ua03 

GGPS Alfiltillli 

Km 

GGPS Jml Boro 



GGPS Sheroo Mabar 


Ua04 

GGPS GbJirlb Abed Redhan 

Kill 1 

ggps Kafim Bwx EMmbhre 

Shifcsrpuir (11 

SkOI 

GGPS KhmiMjr -ll 


Da 05 

GGPS Wali Muhammad Gorar 
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FACILITY COMPONENT BY SITE 


Lot 

District 

No. 

School Name 

Facility Components 

Electrical Inst. 

Water Supply 

Sewerage 

System 

Site Development/External work 

Classroom Block 

Lavatory Block 

Total 

Area/m2 

Power Supply 

Source of 
Water 


OH Water Tank 

Well Pump 

Dismantling 

Embank¬ 

ment 

Compound 
wall & gate 

Other ext. items 
(FP: Flagpole) 

Building Type 

Area/m2 

CR 

MP 

HM 

ST 

B. Type 

Area/m2 

Depth 

III 


WM 

WM 

:§)§£ 

WM 

iSs 

MM. 

WM 

. GGPS.- Wapdai :£blb fiy;.;: .V: 

GGPS Hadi Box lagbari 

GG PS;Bajeed::Eakir ■. 

2;F^C^H-SMa 

:2FiGRlSMa--- 

M 

il 

If 

I| 

387.88 

••••isisvbs- 

iKw 

mM. 

Ill 

ill 

III 

III 

III 

111 

ill 

1 llll 

1 1111;; 

1 llll: 

:0rR- 

lllll 

E|i.i.;. -. 

P3 : L 

i-6-,S0 

1QX8 

16,80 

10,08 

•i;6|o 

•••lOxOS 

10>08 

....26.3,17. 

404,68 

269, OS' 

lllll 

241,44 

llll 

243-04 

llll 

Reinstallation 

Reinsta llatibn'. 

^Wew.tgnneMdh-^- 

New weff 

New weff 

Ne-yv-vioff 

WMi 

WM§. 

WM§. 

ill! 

650 US gal 

•3Q0-US|al-- - ■■■■■■■■■ 

300 US gal I 

•/•••••••••••••••••••• 

Hill • 

lllll; 

Soak-lit. 

Soak pit 
: I.6x2.SxLSm 

•Connected^ ••'•• 
existing drain 

Soak-pit 

.fSxl.5xl.5m. 

•Soalpit" 11;; 
:fSxl.5xl.5m 

Soak-lit 

;fSxLfcl:5m;::;;::; 

Soak pit 
2.0x2.QxL5m 

-Soak-pit--••••••••• 

fsii:5xi:5f ;••:;••;. 

Soak pit 

.Pa.rt.of;wMI. 

Lavatory,-CR 

focf • part-.-of.-waii-.- • • 

; Temporary: bldg-; • • •• • •• 
tree;: .part; of watt 
Part-ofWall-;;- 

./. 

/•• •••• 

:il 1:1: 

III 

/111 

I Wm 

XxtendM.-Tfea: 

Extended area + 
part of perimeter 

Extended area 
,+gate.'. '.' . 

Extended area- + 
part, .of .perimeter 
;.Entir^- : pennieter:--:- 
;lgafef; : :'. 

Extended: area 
■rgate-. 

Part of perimeter 
+gate 

Extended; area- •• ■ 

Entire perimeter 

•cover-d drainage- ••••••• 

•FP* pavement 

FP, pavement 
retaining, .wail" ••. 

:FP; • pavement- • •:•••• • 

.open .drainage. 

;fp,: pavement 
open drainage;- -... - 

; : ;; :: ;;; : :;1;; 

apen-drai-nage - 

FP,: pavement 

FP, pavement 

:FP:, • pavement- • :••• • 

•GGPS Apiph-Patho ••••111:; 

^^:Waarafiad^jper ;; ;; 

GG PS/JariL Bprp’-.v.v.v.v.v.v.v.v. 

GBPS Karim Bux Bhambtiro 

if-3CR“HSM’ 

1P-3CR-HSM 

•2-F ; -3CR-HSMb 

2F‘BCRHHSMa 

|| 

|| 

i| 

i| 

|| 

224.64 

;;''22f6f 

■■M&M 

•••22Sll 

:-3:87.88 

ill 

ill 

ill 

ill 

ill 

•l; I 

ill 

111 

ill 

III 

1 1 

1 lllll 

1 lllll 

1 111: 

1 lllll 

fill 

Sill 

lllll 

pi: 

E3-R ••• • 

•We-w-connectto-n-.v- 

•;WeW;.;COn;nection;.;.-.;. 

•Wew^onnactton-.-.-.-. 

: :N^: : :§^^ 

New weff 

•New weft 

New weff 

New weff 

Ne^-Weff 

WMB. 

ill 

ill 

ill 

ill 

650 US gal 

300 US : gal 

650 US gal 

•300-US|al- - ■■■■■■■■■ 

650••'••• 

lllll;;; 

Hill;;; 

lllll;;; 

lllll; 

vffl 

Lavatory Mes, ; 

part of waif 

Part ofMlI • 

Lavatory, CR, trees 
part af waff,.'pave . .. 

Part of-wall 

•T^p0i$^ 

















;$;sxl.5xl.5m 

{GR;; trees: ■ part; of. wal t ■ 


+gate 


ill 

'Sukkiir""" 

ISSi 

WM 

Si 

GO PS m i-andad kho$d ' ••• ■ " 

GGPS-Sorho.. 

GGPS MpfeMirhabar 

•2F-BCR-FtSMb”- 

•2F-.3CR-M- : . 

II 

l| 

II 

3#i ; 2 

•20S.17- 

226,24 

ill 

ill 

ill 

111 

ill 

ill 

1 ; • 

.Existing--- 

1 ’ 1 ; 

•F5‘R' " 

•iill 

.HH' 

16.80 

.l-Ok-08- 

• 10,08 

••'•880# 

llll; 

236.32 

:WewvGQnheQtidh->>- 

-New-.-eon-nection-.-.-.-. 

■•New-Gonnectipn--.-.-. 

New weff 

H||:. 

NeW weff 

ill 

ill 

ill 

ilplgal 

•300Usl ; fll-- 

650 US gal 

/ 

illllii;- 

min 

■sdsR:»;; 

f Sxl.'Sxi.Sm' 

-Soak-pit-••:.. 

;2:0x0f SxOrti-•••• 

Soak pit 
2.0x2.Qxl.5m 

T^V]itdry,;CRf trees'' •' "• • "•'• 
part af.walf . 
jfeeSy - pavement - ••••••••• 

:temporary"sfrticture-;; 

: Lavatory, trees' '■ ■ 
part of waif 


Part of perimeter 
+gate 

Extdnd^ : area 

^;gate ; 

fp; - pavemeht • " 

EPjipavement-v- 

passageway" 

-EP--^ 

.Ghotki.. 

WM 

isl 

ill 

ill 

ill 

•;GGF^::WawSl 

GG PS -Kamoon- -sfta heed" ’’ 

•0§-P$-.-S^ 

•ZfiGRSsM?::- 

IMCR+fSM 

lIlCR^SMb- 

II 

II 

II 

II 

II 

224<64 

224,64 

’Mil 

226,24 

ill 

ill 

ill 

ill 

ill 

111 

ill 

ill 

ill 

llll 

1 llll 

1 llll 

1 llll 

i ii:i: 

l; l 

f| r . 

E3-R ' 

F3 -, R - •• 

F5‘L 

Ill •• 

lllll 

llll 

llll; 

Mb 

•16,80 

263.17 

••23411 

23172' 

?#11 

New’connection’. ’ 

•New-connection---.-- 

::NewvGonhectldh- :: - 

•New-cOnneCtfen---- 

Reirtstailatipn 

New. yyeff ’’ 

New weff 

New weff 

NGWjWeff 

ill 

ill 

ill 

ill 

111 

OOluSgal :••:>•::••: 

300 US gal ■ 

300 US gal 

650 USgdl 

650 US gal 

lx x : 

i : ; : . 

lllll;: 

mu; 

lllll;;; 

Soak pit 

fsii:5xi:5f ;••:;••;. 

Connected to 
existing- drain 

Connected to 
existing: drain 

Soak-pit 

lski:5xi;5f ;••.;••••; 

-Soa-ipit";!;; 
.1.5x1.5x1.5m 

Temporary structure 

Trees,: -.pak-.of. watt.-.- 
Trees, part of:-waft 

Trees, part of;waff 

LaYatbffXRb'ipck 

Trees;; part;of: watt ;;;; ' 

:part;:-]Qf:-wa^ 

I 

:/:ll;' 

i 

:Extended,ar^a.:: : 

Entire perimeter 
+gate 

• Extended; atea • 

;.Entire-:p#imdW--- 

+.gate 

Extended area, • 
Mflifipsrimfer- 

jFPgpavement---:-: 

fp; ; pavement;; ■ 

fp; - pavement v-T-. 

fp, pavement • • 

EPrPOvement-------- 

H-gate-"••••••• 

-.Shikarpur 

WM 

is^;fSah^r>;ia 

•213CR-M;;-;;••;;• 

II 

;;-26Svi7; 

lii 

ill 

Existing 



;;•-208:1:7; 

.Ne-wxGOnnection:-:--:- 






; ;; ;• • •;; • ■; ;• •; ;• •;; • •;; • •; ;• •; : •;; • 


.•;•••••:•. 

:Ef; ;.pay ement ■■;; • 

5 

Larkana 

LaOl 

GGPS Gund 

2F-3CR-HSMb 

A 

226.24 

3 

l 

1 

l 

F5-R 

16.80 

243.04 

New connection 

New well 

13.5m 

650 US gal 

/ 

Soak pit 

4.2x2.0x1.5m 

Lavatory, pavement 
part of wall, trees 

/ 

Extended area 
+gate 

FP, pavement 

La02 

GGPS Nai Gudd 

2F-3CR-HSMa 

2F-4CR 

A 

A 

253.09 

208.17 

7 

l 

1 

1 

F5-R 

16.80 

478.06 

New connection 

New well 

13.5m 

650 US gal 

/ 

Soak pit 

4.2x2.0x1.5m 

CR, wall, trees 
temporary structure 

/ 

Entire perimeter 
+gate 

FP, pavement 
retaining wall, steps 

La03 

GGPS Model Community 
Tharecha 

2F-6CR-HSMb 

A 

363.92 

6 

l 

1 

1 

F5-L 

16.80 

380.72 

Reinstallation 

New well 

15m 

650 US gal 

/ 

Soak pit 

3.6x2.5x1.5m 

CR, lavatory, pavement 
trees, wall 


Part of perimeter 

FP, pavement 

Dadu 

DaOl 

GGPS Kamaluddin Village 
Kanhiri 

2F-3CR-M 

B 

208.17 

3 

l 

Existii 

ig 

F3-R 

10.08 

218.25 

New connection 

New well 

15m 

650 US gal 

/ 

Soak pit 

4.0x1.5x1.5m 

Trees 

/ 

- 

FP, pavement 

Da03 

GGPS Aminani 

1F-3CR-HSM 

A 

224.64 

3 

l 

1 

i 

F3-L 

10.08 

234.72 

New connection 

New well 

60m 

300 US gal 

/ 

Soak pit 

2.0x2.0x1.5m 

Lavatory, part of wall 
temporary bldg. 


Extended area 
+gate 

FP, pavement 

Da04 

GGPS Gharib Abad Radhan 

2F-3CR-HSMb 

C 

226.24 

3 

l 

1 

i 

F3-R 

10.08 

236.32 

Reinstallation 

New well 

30m 

300 US gal 

/ 

Connected to 
existing drain 

Part of wall, trees 

/ 

Part of perimeter 
+gate 

FP, pavement 

Da05 

GGPS Wali Muhammad 
Gorar 

2F-3CR-HSMb 

A 

226.24 

3 

l 

1 

i 

F5-R 

16.80 

243.04 

New connection 

New well 

30m 

650 US gal 

/ 

Soak pit 

3.0x3.0x1.5m 

Lavatory, pavement 
trees, part of wall 

/ 

Extended area 
+ gate 

FP, pavement 


* Shaded parts are not subject to the scope of works. 
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